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Message Text 


CONFIDENTIAL 

PAGE 01 NASSAU 00902 171440Z 
53 

ACTION OC-06 

INFO OCT-01 ARA-10 ISO-OO SY-04 FBO-01 CCO-OO /022 W 

060329 

R 171301Z MAY 74 
FM AMEMBASSY NASSAU 
TO SECSTATE WASHDC 5580 
INFO AMEMBASSY SANTO DOMINGO 

CONFIDENTIAL NASSAU 902 

E. O. 11652: XGDS-2 

TAGS: ABLD ACOM AFSP ASEC 

SUBJ: REQUIREMENT FOR SHIELDED ENCLSOURE, INDEPENDENT AIR- 
CONDITIONING, AND EMERGENCY POWER FOR COMMUNICATIONS 

REF: NASSAU 553( NOTAL), NASSAU A-22, AND PREVIOUS 

SANTO DOMINGO FOR RSO 

1. THE EMBASSY CONTINUES TO VIEW THE PROBLEMS DESCRIBED IN 
THE REFERENCED AIRGRAM AS SERIOUS AND HOPES FOR AN EARLY 
RESOLUTION. 

2. IF THE PREFERRED ACTION (THE INSTALLATION OF A SHIELDED 
ENCLOSURE WITH THE ANCILLARY AIR-CONDITIONING SYSTEM AND 
EMERGENCY POWER SUPPLY) CANNOT BE PROGRAMMED IN 1974. THE 
DEPARTMENT IS REQUESTED TO APPROVE THE LOCAL PROCUREMENT 
AND INSTALLATION OF A SEPARATE, INDEPENDENT AIR-CONDITIONING 
SYSTEM AND A GENERATOR TO SUPPORT IT AND ALL THE POWER RE- 
QUIREMENTS OF THE COMMUNICATIONS SECTION. 

3. PLEASE ADVISE. 

SPIERS 


CONFIDENTIAL 
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